AM 
Please forward to the 


Lab Ew 
Manager 


Storage, Handling, Safety and Michael’s Favourites 





Michael's Traditional Favourites 


Since | first started in the laboratory 
supply business in 1992, my 
Traditional Favourites with a little 
variation have always been popular 
with schools. 
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These products represent 
exceptional quality and value based 
on volume of sales and favourable 

comments from my customers over 
this period of time. 


See pages 7 &8 





RY (0) 0 [0 [= : Spring Balance Rack : Bunsen Burner Rack 
: Wall Mount : Storage - Either 
1011080 1011079 








: or Bench, 56 x : Vertical or Flat, 
Surette Leads Rack . : 30mm $35 55x 40mm 
Wall Rack : Storage banana or Clips, Wall : $35 
Drain and : mount, 40 x 6 x 7cm : 


Storage Rack - 
Plastic Board 


$55 


Set of 2 
$18 
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Slinky Spring Storage = Bench Top | Wall Mounted Draining | Petri Dish Rack 
Rack : Drainin : Rack i Clear AcrylicCa- 
Rack g a! : PVC coated : pacity to hold 90 



























$35 Glassware CCP CREE Ce : 780x500mm. mm sizes petri $69 
dishes. 
: ‘ : Type 325 x SS RR PoES oe 
: 450mm boonies 
: PVCCoated. | /esesmenetas ees = 
: ipo toes"! pes my — 2 : c 
5 ' | | 
$ 
CLEARVIEW ORGANISER BOXES (COB) Microscope Slide Boxes : Microscope Slide Boxes 
Clear perspex top, a multitude of uses in the prep or classroom a ihe sieessoy Sani oe savage. Ge 
a ee , ides ides >: 
- Easy and orderly distribution and reclamation of materials to class | 50 Slides PA109301 $7.00 : 50Slides PA111901 $17.00 


or teachers. Quickly monitor and replenish materials 
- Use for student groups(one insert or box per group) 
- Use for anything you like e.g magnets, indicator paper, rocks, 


100 Slides - PA109501 $10.00 100 Slides PA109901 $21.00 


a 














specimens, carbon discs, batteries, lenses, molecular balls and links, — Pe : : 
small lab tools etc, For all your Knick Knacks a | | 
COB - Large coB001]: SAFETYGLASSES | @ /e 7 
compartments in 2 layers $38 RACK 1104038 |: “ee” ‘ey ry on ee 
: : ¢ 30 Place $85 
COB - Medium COB002 : s Store SRO SAL SNE CI ELAR, Seo aR RR 
12 compartments in one safely and 


$22 


layer check count easily 


: * Keep your safety glasses 
: in good condition 


1/31 Dalgety St, Oakleigh Vic. 3166 
Ph: (03) 9568 6408 Fax: (03) 9568 1938 
Email: sales@educationmatters.com.au 

www. educationmatters.com.au 





Prices do not include GST. Add 10% 











Dual Purpose 
Thermometer / Bar 


Unitray with 1034001 
Magnet Storage Tray Insert 
¢ Moulded 
Unitray w/o 1034002 
plastic EM2951 < 
¢ Will not crack 
or chip $23 


¢ Durable tough 


Dabco - Unitray 

















: Scissor Stand 
: « Holds 16 up to 15cms 
: « Powder coated metal 


Forceps 
Stand 


Holds 16 foreceps 
up to 
15cms, 
Powder 
coated 
metal 


$14 


$14 













: Test Tube Rack 
: ¢ HD polypropylene, ideal for storing or drying 


2 16 & 10MM tubes -eeeccse (3989-401) cescoe.$14.00 
._ 25mm tubes 


* 
we 


: Test Tube Stand Aluminium 'Z' es 
: Shape — 


: ‘Z’shape, made from 18 
: gauge aluminium sheet, 
: anodized and 3 tier. 

: 8x13mm_/6x19mm /5x29mm 


. 
POCO SHOES E HEE EEHHEE EEE HOHE EE HEHE SEO HHSEEEEEEHETSEESHEEEEEHESE SHEE E EE EEHEEEESHSEHEEOOHEEEOHOOE ES EOES EES EOHH ETHOS EEHT OO EHHEOEED 
. 


| Test Tube Rack “Combi” 


The Universal Combi Rack is 
: designed to hold a variety of tube 
: sizes. 


_ Experiments Tech Tray 
Protects bench 

« Unique multipurpose tray for chemistry, 
biology labs Complete with dissection 
mat 

- Prevents any spillage making contact with 
students 

- Light weight, Easy to clean 


Spare Mats 


Pkt of 12 
$24 


$18 





test tubes 


ee (3989-601)...........914.00 
Strong, Sturdy 





POCO SSE SEH HEE E HOHE EE EEEEO SESE EEE EEEEHEEEET OHO EE SOH EE EESEHESEEEEEEEEEOHEEESEHHSEEEESHSESEESOESEOHSHHEESEEHEESESESEHEEEOSEEEEEEHE EO OEESD 


LW4417-01 


$12.50 










$13 


— Stand Vertical ihe i Stand The rack may be rotated to any of the four positions. 
; . , CH0592 : « 40 place /12mm tubes sss 
pene CHOS90A holds 12 pipettes | CHO592 | i + 8 place/30mm d tubes (50m capacity tubes) Roatatable 
oe $37 395 i + 24 place/17mm d tubes (15ml capacity tubes) Very sturdy and 
: « 20 place/20mm tubes versatile! 





Pipette Stand Flask Stand 
Polypropylene Polypropylene, Can hold round 
Polypropylene, Can bottom flask up to 10 Itr. capacity. 


Stackable and 
can be steam 


hold round bottom 
flask up to 10 Itr. 








. 
oe 


: Test Tube Stand Plastic 
: 25mm, 6 hole, 6 peg. Plastic, 
: non- corrosive, durable 
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: Test Tube Stand Wooden 
: Wooden, polished stand with 
: drilled holes, 2 of 25mm and 
i pegs. 

: Holds 6 test tubes. 


LW4416-01 








eadieeceue sort elavae: 3 ‘Draining Baskets ssi eco ea lesion a ates ea ear eames 
d be st 
niacin a —— : Wide net like structure on all sides. Ideal for 
: draining different laboratory apparatus. Made of 
: polypropylene, this basket can be repeatedly 
: autoclaved. 
: LW4707-01 : 140 x 120x110 mm LW0017-01 $6.00 
28 places.......... LW4717-01 ....518.00 $1 3 = 180x 170x160mm —__ LW0037-01 $12.00 ail 
94 places... LW4727-01 ....$25.00 : 230x230x230mm — LW0047-01_— $10.00 " 
: 400 x 400 x 100 mm LW0055-01 $15.00 
Tripod Stands Tripod Stand : Wire Gauze Mats Clay Pipe Triangle 
Triangular Circular, 200mm Dia —_ 150cm(Pack of 10) ' 50mmsides LW558701 $0.80 
sn ai tae Zinc plated cast irontopandmild Plain CH0525D $20.00 60mm sides LW559701 $0.90 
staal oe m steel legs. : CeramicCenter CH0525B $35.00 : SOmmsides LW560701 $1.10 





LW4817-01 





$7.20 





= 6$7.50 § 


— 
tne aan 
ici BODO 
spe 


Triangular, Steel | j 

Steel, height 20 cm i | 
and length of side j \ 
12.5 cm. v . 


$12 


Prices do not include GST. Add 10% 





: Retort Stands 
: White Plastic Coated Metal 
: 225mm base, 75mm rod 


: Centre hole LWA4777-01 $28.00 
Retort Clamp : Retort LW0567-01 | ; Side hole LWA4787-01 $28.00 


4 Prong, Black LW1667-01_ : 
Powder plated watt, : Clamp $5.50 
$8 : Bosshead 


: Die Casted 








All Metal Steel Plated 

$ 115x75mm,Rod 500mm ——_- LWA4737-01_ ~—- $9.00 
: 160x 100mm, Rod 600mm —_ LWA4747-01 $12.00 
: 200x 160mm, Rod 600mm —_ LWA4757-01 $16.00 
: 250x 160mm, Rod 700mm — LWA4767-01 $19.80 
: 315x 200mm, Rod 700mm — LWA4768-01 $34.00 












































Retort Ring with Bosshead : Funnel Holders | Funnel Stand 
: Seperating LW3517-01 $6.00 : Wooden 
Closed with Clamp : : Single LW3527-01 $5.00 : 
i. : Double LW3507-01 $6.50 : Single 
ID 45mm LW4419-01 | $5.80 : > : 
ID65mm | LW4427-01 | $6.00 | | 
ID 85 LW4431-01 2 <4 
i f’ = LW3528-01 
ID 105mm $6.50 | . . : 
ID 125mm LW4457-01 | $7.00 | 
Burette Clamp : Burette Clamp : Burette rarer Ty : Laboratory Jack 
Fisher, Double, Double, : Clamp . _¢ Strong support for lab 
High Strength LW1627-01 Polypropylene LW1637-01 Single $6 equipment 
Kilow Jaws ’ : * Screw operated scissor action 
$25 $8 : Polypropylene : * Minimum height 60mm & 
le : maximum , 
( i . — Wy : elevation 
N ) ‘=! | : 25cms 
|) oe © Be fo : * Maximum 
~ m © ‘sf ! load 25 kg 
on : | CHO642 
= 6°67 
Beaker Tongs : Crucible Tongs : Test Tube Holders 
Rubber Coated Ends, Nickel : Nickel plated steel. £ Metal 16-2511 wccssssssssssssssessssseessseeenees LW3477-01 sressssssssssseeeeeeesen $2.50 
Plated 1/4" Steel, 50mL-2000mL_—: S/S 150mm Bowed : Wooden Peg type Pkt Of 10 cecssssssssssssstse N22 sccactncemesstonstec $18.00 
capacity : LW5537-01 S700 21 AASUSEADIE srascctcrsctsrmstescesricereconcear ate CHO? seiccmansivican $3.00 
LW5536-01 : S/S 200mm Bowed 
$7.50 : LW5557-01 $12.00: rt 
el 
Stainless Steel Spatulas : Polypropylene Spatulas : Bench Mats 
Spoon & Shovel Ends, 150mm LW468701 | $3.50 | icin : Silicone Rubber 


: Spoon / Knife 


Hard wearing, Long lasting, Heat 
: Pkt of 12 ° ° 


resistant (220° C) 


$10 


: Cement Sheet 
300 x 300mm...... LW3153-01.....$6.50 


Spoon & Shovel Ends, 180mm $4.50 
Double Ended, 8x50mm Blades, 175mmL $10.00 
Double Ended, 8x50mm Blades, 200mmL $12.00 
“75mm, With Wood Handle $6.00 
85mm, With Wood Handle $3.25 
110mm, With Wood Handle $3.50 


125mm, With Wood Handle LW462701 | $9.00 


Chattaway, Stainless Steel, 200x 6mm LW464701 | $3.50 


LW463701 | $2.80 





150 x 150mm......L.W3154-001...... $6.00 
250 X 250MM 20. WS1S5-0 asc, $10.00 














Chattaway, Stainless Steel, 150 x4mm 








Prices do not include GST. Add 10% 





Bunsen 


Burners 
¢ Nickel Plated 
Brass Tubes 
* Excellent 
air adjust... 
perfect os 
* Safety Flame — 








LW1607-01 
LW1617-01 









NATURAL 
GAS 


$12.00 














Bunsen Burner 
Micro For 
Natural 


Gas 
100mm tall 


a 











Bunsen Tubing 
7-8mm x 1.5mm (per 
meter) 


32.50 





Tubing, PVC Clear 












. 
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Mohr's Clips 

50mm LW1707-01 $0.90 
75mm LW1717-01 $1.10 
Hoffman’s 

Clips 

Nickel plated . 
18mm LW1677-01 $4.30 
20mm LW1687-01 $4.90 
25mm LW1697-01 $5.40 


: Tubing 
: Cutter 


LW1819-01 


$12 








Coplin Staining Jar : EVA Tubing 
Glass jar, with moulded glass cover. : Use asan 
Glass BI1011-01 $11.00 : alternative to 
Polypropylene BI1021-01 $4.00 glass tubing, $30 
: 10m, 4mm ID / 
oe >, : 7mmOD 





. 
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Polycarbonate Water Bath 


With fast acting 

thermostat 

- Inexpensive, safe and 
authentic design 

¢ Popular educational 


model 
- 14L 
$100 
IEC Digital Student 
Oven | 
With fast acting i 
thermostat ae 


« Small with fan 
¢« Exterior 
310x330x435mm 


IEC Non-Digital Student 
Oven 


¢ Small with fan 
« Exterior 
310x330x435mm 





$820 






















Water Bath For use with IEC Hot Plate 
This general purpose stainless 
steel water bath is designed to 
rest on and be heated by an IEC 
Hotplate. 

¢ We recommend the 2009-001 
model. 

¢ IEC Test Tube racks 3989-401 or 
601 fit snugly inside. 


424001 ..... Bath only............... $173 
4240101.... Temp controller .....$160 





Budget Price Exceptional Quality 











Lab Trolley 


- We recommend this trolley as 4 
being superior to others. tee 

¢ Strong stainless steel frame - = | 

- Polypropylene shelves 

- 790x490x990mm(Ixwxh) 

« Distance between shelves cm Y 
330mm as A 

é Heavy duty castors i 1 
with breaks on ¢ 
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Benchtop Dishwasher 
Description 

Dimensions (HxWxD): 44 x 55 x 
50cms 

Programs: 5 options, 

5 temperature settings 

Length of Cycle: 

30 - 120 minutes 

Weight: 22kg 

Water Consumption: 

8.5 - 14 litres 

Energy Consumption: 0.8kWh 





: Pieeg i 
Be 4. jee 








2 wheels $350 
Thermoline 
Incubators ; 
= 
13 litre = 
TEI-13G cocccccccccccseceseseeeee. <x 
43 litre = 
TASS asiscicsssesscrcmndesinins = 
70 litre = 
TEI-43G oceeccccccccccceeceeseee, f= 
Inner Glass door e 
GD: sce vecinesnaszsseisteinis denice dans 3 
B 
E 








Safety GLASSES RACK _ : Safety Spectacles 
30 Place rise? CHOICE 
¢ Store safely and : ¢ Snug fit. One-piece wraparound 
check count $35 : design. 
easily : * Made from 
¢ Keep your : polycarbonate 
safety : « Australian 
glasses : Standards 
in good : ¢ Unisafe 
condition 


$495 
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Super Nitrile Gloves Disposable Gloves 


air 
P Premium grade Latex,P/Free,White,X-Small.............. 
¢ Maximum Latex,P/Free,White,Small uu... 


abrasion and 
solvent resitant 
¢ Electrostatic 


lining for Nitrile, P/Free, Blue,X-Small............ 
improved 
comfort Nitrile,P/Free,Blue,Small.... 


¢ Textured palm 
for enhanced 


grip 





. 
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Corrosive 

30L 2 shelf 1 door 80x60x47 
60L,2shelf, 1 door 100x60x47 
100L, 2 shelf, 2 door 80x92x57 
160L, 2 shelf, 2 door 123x110x47 
250L, 3 shelf, 2 door 176x110x47 


Safety Cabinets 

Toxic Storage CabinetsThese 
Cabinets are manufactured to 
comply with AS 4452 for the safe 
storage of Toxic Substances. This 
Standard also states that a Safety 
Shower and Eye/Wash must be 
installed where packages are 
opened. 


Flammable 

30L 2 shelf 1 door 80x60x47 

60U 2 shelf, 1 door 100x60x47 
100L, 2 shelf, 2 door 80x92x57 
160L, 2 shelf, 2 door 123x110x47 
250L, 3 shelf, 2 door 176x110x47 
350L, 3 shelf, 2 door 176x87x87 


susstaNces Oxidising Agent 
he: 60L, 2 shelf, 1 door 100x60x47 
ee ne 100L, 2 shelf, 2 door 80x92x57 
160L, 2 shelf, 2 door 123x110x47 
250L, 3 shelf, 2 door 176x110x47 
- Toxic 


60L, 2 shelf, 1 door 100x60x47 
100L, 2 shelf, 2 door 80x92x57 


160L, 2 shelf, 2 door 123x110x47 
250L, 3 shelf, 2 door 176x110x47 


LAB TECH'S CHIC TOOL BAG 


Not only is the chic tool bag a smart fashion accessory, 

but it's incredibly practical as well. [ SCA001 | 
But it's not just limited to the contents SAO" 
supplied. $40 


You can add you own tools including a glass 

tubing cutter, scalpel blade remover, etcher, teacher 
trainer whistle and lots more to customise your very own 
tool bag. 


FOR ALL YOUR KNICK kNACKS 
Looking Good With Your Chic Tool Bag! © 


i the safe & easy 
: way! 





Latex,P/Free,White,Medium............. 
Latex,P/Free,White,Large.........ss0 


Nitrile,P/Free,Blue,;Medium.............. 
Nitrile,P/Free,Blue, Large... 


: Scalpel Blade Remover 


: Remove & 
: dispose of blades Sew 







“13 


RAL BSE 


Disposable Blade Remove t 
24 


+) Cetet the Peete oe arck wumet Ge hands inte 
RORver aH ft chee 

ew pater el deems 2 Ct cere 08 Bee tet 
a eeved 

BD Put te nardis nocotaty & memos the Bade 


EWG2Z70-O1 veseccess PKS TOO 'S ssssscee 12.50 
LWWG27 2-0 1 soseccevens PRY 100 S sessnsivvec 12.50 
LW6274-01 .......... PK/100 S........... 12.50 
INV OZ TORO swcsscsceus PEI T00 $ sesesscsss 2.00 
LWWGEZE 201. cssesicces PEI TOO 5 sixiccsoss 13.00 
LW6284-01 .......... PRS 100 § sana 13.00 
LW6286-01 .......... PK/100 S........... 13.00 
LWO288-07 ccscieree PII 100 S scsicssaas 13.00 


$1,180.00 
$1,220.00 
$ 1,484.00 
$1,660.00 
$1,980.00 


$980.00 
$1,040.00 
$1,390.00 
$1,480.00 
S$ 1,724.00 
$2,088.00 


$1,066.00 
$ 1,480.00 
$1,521.00 
$ 1,768.00 


$1,190.00 
$ 1,458.00 
$ 1,696.00 
$1,768.00 











Set of 10 


: HOT HAND HOLDER 
: Silicone 
| Rubber 


: $10 each 








$99.00 


$10. 





: NEW LABCOATS 


: Large LON ose. $28.00 
; Medium LCNM .... $28.00 
Small LCNS .... $28.00 
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All Acrylic Safety 
Screen EMA395601 


Very stable and 

perfect for doing $1 30 
those tricky 

unpredicatable demos. 

Why take the risk? 

Always use this screen. For 


teachers and students alike. 
830 x 600mm 








“Surge Protected 


: Double Adaptor 
- With 2 x USB 


Charging Ports - 
3.5A $39 





PURER TERA 2) | 


HP mere, 
\ 





Prices do not include GST. Add 10% 











OHAUS Balances 


SCOUEPLO. ....ccccsesee 200x0.01g. OHE1731...$364.00 
SCOUtPYO ........0000 400x0.1g ..OHE1732...$535.00 
SCOUtPYO .........000 600x0.1g... OHE1734...$352.00 








OHAUS Electronic Series 








































Model Accuracy Capcity S 

OHEI730 0.001g 120g $580.00 
OHEI731 0.01g 200g $420.00 
OHEI732 | 0.01g | 400g | $610.00 
OHEI733 0.1g 400g $355.00 
OHEI734 0.1g 600g $470.00 








OHEI735 0.1g 2000g $550.00 





BEST SELLING POCKET SCALES \EMJ}S7 


100g Pocket Scale 


Compact design, ideal for laboratory. 
Measures up to 100 grams with 
excellent resolution. 

- Tare function 

-0.01g resolution 

- Storage bag included 


$59 






200g Pocket Scale 


$79 


-0.01g resolution 
- with Back light 





ELECTRONIC BALANCE 1000 X 0. eth ! 


The complete multipurpose balance 
Great capacity! Great resolution! 


Great price 

- Full size EM7264 

- Breeze break ) 

- Tare Function a 45 

« Mains and Battery 

¢ Build in bubble level to provide 
maximum accuracy. 


No longer will you have to worry 
by loss of capacity using the tare 
function! 


STAINLESS STEEL 


SCALE, 5 KG 

* 5000 g x 1.0g 

* Slimline stainless steel 

¢ Tare function 

¢ Blue LCD with backlight 
¢ Sturdy 

¢ Power saving automatic turn off 





$49 






'_ NIMBUS PRECISION 
| BALANCE 


: « Precision Readabilities 
: « Excellent performance 
: + Inovative design, extremely 


: - Base of single piece of extruded 


- Tolerates rigorus laboratory use. 
: « Chemistry special 





: Introducing the new 
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“CB” Balance 


* Compact small and easy to use 






: ¢« Removable top pan for easy 
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HOW GOOD IS THIS? 
: DIGITAL SPOON SCALE 


¢ Accumulative features to weigh instantly 


¢ Tare and hold features 
i * Detatchable scoop 


: PERFECT FOR THE LAB 







210 X 0.0001g 


$1630 


compact to take up minimum 
space but retaining high degree of 
performance 


aluminium for superior temperature 
regulation and extreme stability 























: Adam Electronic Series 
: ACCURACY Model | capacity | $ CQT 202 
: 200x0.01g $325.00 
0.0001g | Pw214 | 210g | 1790.00 
0.001g |HCB123 | 120g} 690.00 
0.001g |PGL203 |  200g| 890.00 
0.001g | PGW253E | 250g! 1075.00 
0.001g  |PGW453E | 450g| 1275.00 
0.01g CQT202 | 200g) 325.00 
0.01g HCB302. | 300g) 525.00 
0.01g HCB602H |  600g| 575.00 
0.019  |HCB1002 | a 625,00, DCT 201 
0.01g PGL 2002 | 2000g| 890.00, 200x0.1g $85.00 
0.1g DCT201 | 200g] 85.00 
0.1g CQT601 | 600g) 225.00. 
0.1g CQT 2601 |  2600g| 310.00 
1.09 CQT5000  5000g) 195.00 
1.0g DCT 2000 | 2000 79.00 
Mechanical Balances 
0.019  |AQ3is | 311g| 195.00 
0.1g 'TBP2610s |  2610g| 175.00 














Backlit LCD shows clear results 


cleaning 
eer operated 
Overload protection 
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Best 
- Value 







up to 300g x 0.1g 


2 
$29 





Prices do not include GST. Add 10% 


Michael's Traditional Favourites [EMeeeaee 


A selection i useful and popular items icemuelulat-le | 100x 76cm 


¢ Count up/down ” al 0 El 
HEAVY DUTY : Graphic illustrations of the 










ACCURATE elements 


“MOND ACigy 


100 x 76 cm 








PERIODIC TABLE OF THE ELEMENTS 





Remember carting those big glass 
: Structures (Kipps) around and 
$10.00 each : : bending at the knees. Why not try 
the lab tech friendly unbreakable 
: polythene Kipps? 
We like this well : 250ml EMA29501 $49.00 


Plastic, Tubular Newton Spring Balances. Each Range Is Color Coded 
For Convenience, And Is Scaled In Both Grams And Newton’s. 









| | Capacity 
PH 0033A 100 gm engineered : 500ml EMA295501 $60.00 
PH 0033B 250 gm aucie and : 1000m!l EMA296501 $90.00 
PH 0033C 900 gm/ ready reference numbering to help : «= 
g | 
PH 0033D organise your spotting tests. S  owin 
ro) § 


. 
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Break! 





« The instrument has variable wavelength and two scales: 
transmittance and absorbency. 

¢« The 12nm spectral 
slit width provides the 
sensitivity required for 
almost any application. 

- One solidstate silicon 





BI0177 |: 
Disposable/ extra : 


long 
detector covers entire 
wavelength range, wz 
eliminating the need to ~~ 





change 








MICROSCOPES Approved Electricals Crisp Clear Images Robust Design 


3175. 00 $295. 00 $570.00 

with Disc lris Diaphragm & Built ~~ Halogen (cool) lamp, $295 00 

Diaphragm inCondenser & - Abbe Condenser, < J0x. 240% Dual 

built in Light Incandescent Light - Iris Diaphragm, » Magnification & : Attach your smartphone 
- Eyepiece.10x WF - Eyepeice with pointer: . ,jechanical Stage. ane Sources easily to your own Compound /Stereo 
+ Objectives.4,10,40x WF.10x . Wi : Microscope or Telescope. 

ae Wide field 10x - Inclined body & : , ' ae 

240v - Objectives 4,10,40x Eyepieces, Light (upper : « Getinstant still or video images 
; Fine/Coarse — a alice » Objectives Slaven) : « Save, print, share or download to a 
PUR size bedyalt _ 4,10,40,100x,1000x + ‘10x Eyepeice ; computer 

lenses W/field. 
* WITH FINE FOCUS $385.00 - Objectives Rotate 


As above with mechanical 
stage and 100x objective 





Prices do not include GST. Add 10% 





Single Hot Plate 
Thermostat controlled 
Unbeatable value 

Best sellers 


Dual Hot Plate 


Safety PVc Stirring 


Rods 
250 x 10 mm, Unbreakable plastic. 


Packet of 12 


$14 
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IEC MAGNETIC 
STIRRER / HOTPLATE 


Simmerstat 

- Heavy Duty 

¢ Stirrer soeed 150-1200rpm 

- Surface temperature 420°C Full 
« Adjustable 0-10 Scale 


Magnetic retriever not 
supplied 


ELECTRIC VACUUM 
PUMP 


Use for Bell Jars, Guinea and 
Feather, Filtration, Air Pressure 
etc., 

« This premium unit does it all 

- 45 lpm 

* 15 microns ultimate value 


CS-45 





Hand Held pH Meter 
A simple and accurate device 
Features: 

¢ 1-14 pH range / 0.1 pH resolution 
¢ 0° - 50°C operating temperature 

¢ Replacement pH solution 

¢ Calibration tool 

¢ Storage case 


Most 


Reliable 


QUALITY BENCHMETERS 











Best Best P 
EV ITT 3 Seller ESS Se ASAE ere REN SUE a RRS RRENRNEN Ts Giese amare 
"DIGITAL AMMETERS | | 
-PA-211 | Ammeter 0-10A DC ($45.00 
aa ee I i 
ANALOGUE BENCHMETERS i ean (01,999 DC i ($45.00. | 
PAG | Ammeter | O-1A/0-5Ain 20mA/100mA DC | $25.00 a a ae 
/PA-S | Ammeter —_| Moving coil Triple Range 0-50mA/S00mAVSA in | $25.00 | / PA-214 | Microammeter | | 0-1.999UADG i $45.00 _ | 
Hamas » ein uae 8 fee ee ______| |_| DIGITAL VOLTMETERS | | 
Me x A-10 | Ammeter _| Range 0-10Ain 200mA _ aceeeeannmeia $25.00 3 PA-201 | Voltmeter 0-1 999A DC $45.00 
PA | : Voltmater | Range 0-3V/15V/30V DC in | oAVAVY | $25.00 2 | | | pa-202 | Voltmeter 0-1999ADC. e4500 | 
iP i A144 | | ; Galvanometer | 500 -0-500uA in +200A 0 | $25.00 " | : ee ei | $45.01 2 
| a PA 221 | u D ual eas V oltmeter / Ammeter pie $25.00 : . sape-teses stare -chave-ews orste-siene eis essere love ce teneeeeneeeeesueeeeeneeenseeeeennceseneeeeenneeeeneeeennieeseneeeenneeeesneeeesas 
ee ee ee eee FLAME TEST BOTTLES 
- Pack of 10 EMFT 





STULL BOTTLES 
- Dispensor cap $45 


- 50ml 
¢« Pack of 50 


Use Unitray as a stable stand 






















Power Supply General 


Purpose 

« Popular educational 
model 

¢« 2-12V,5A 


Best 





Seller 


LIGHT BOX & OPTICAL 


(Genuine IEC product) 

¢ The comprehensive kit of parts 
permits many experiments in 
basic optics and colour blending. 

¢ The banana plugs on the cables 
are stackable and moulded to the 
cable. 

¢ The lens adjuster cannot be 
removed by students. 


virtually unbreakable 


ELECTRONIC BALANCE 1000 X 0.01g! 


The complete multipurpose balance 
Great capacity! Great resolution! Great price 


« Full size 
- Breeze break EM7264 
$145 


¢ Tare Function 

« Mains and Battery 

¢ Build in bubble level to 
provide maximum accuracy. 


No longer will you have to worry by loss of 
capacity using the tare function! 


DIGITAL BENCHMETERS F 
USE ALSO AS A GALVANOMETER (+) (-) | 


Extra strong, plastic case, (14cms x 10cms) 


. 13 mm LCD display 
Best 
Seller 


. Simple to use 
. Simplifies circuit studies 


- standard size 





- The perfect alternative to loops. 
« Dramatic and vivid flash of 
colours 


$29 





1/31 Dalgety St, Oakleigh Vic. 3166 

Ph: (03) 9568 6408 Fax: (03) 9568 1938 
Email: sales@educationmatters.com.au 
www. educationmatters.com.au 









Best us 
SET, HODSON; 12V STO EM ae 
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Prices do not include GST. Add 10% 


